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STATION 31: The "Vinegar" Bible 


1717 - J ohn Baskett's folio edition of that year was so full of mistakes it was 
called the "Baskett-full of Errors." The most prominent was the misprint in the 
heading above Luke 20: "Parable of the Vinegar" (instead of "...Vineyard"). 
This book shows one of two distinct states, both in the Dr. Gene Scott Collection 
(the other is shown with the King J ames Bibles at Station 27); the states vary 
both in the amount of ruling (this example has none) and in the engravings 
included. 


STATION LOCATION MAP 


Below is a floor plan map of the Cathedral in 3 sections, one for each level. The 
first section is the Lower Level, the second is the Foyer Level, and the third is the 
Mezzanine Level. This station is in an Alcove on the Mezzanine level, at the red 
#31. 
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